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HQ 720 — For 2-75 W lamps; dia. 14" 
722 — For 4-75W lamps; dia. 17" 

Adj. ht. from 18" to 56"; white satin frosted glass with 

contemporary design; polished brass finish, 
[g] 717 — For 2-75W lamps; dia. 17"; adj. ht. from 18" to 

56"; white glass; black and brass finish, 
rri 709 — For 1-100W lamp; dia. 13"; adj. ht. from 24" to 64"; 

white Luxtone glass; satin black and polished brass finish. 

[D] 718 — For 2-75W lamps; dia. 17"; ht. 30"; satin frosted 

glass; black and brass finish. 
[0 733 _ For 2-75W lamps; dia. 17"; adj. ht. from 18" to 56"; 

gold beaded glass; polished brass trim. 

733BR — Polished Brass 733CP — Polished Copper 

733AL — Gleaming Polished Aluminum 
[pj 736 — For 2-75W lamps; dia. 17"; ht. 30"; gold beaded 

glass; polished brass finish. 
[Q] 734 — For 2-75W lamps; 17" dia.; 9Vfc" ht.; gold beaded 

glass; polished brass finish. 
[H] 721 — For 2-75W lamps; dia. 12"; swings left to right, 

lowers up and down; turnswitch bottom ring; 10' cord and 

plug; ceramic fired white glass with clear design; polished 

brass finish; ext. from wall 18". 
[|] 719 _ For 2-75W lamps; dia. 12"; adj. ht. from 18" to 56"; 

ceramic fired white glass; polished brass trim. 

719BR — Polished Brass 719CP — Polished Copper 

719AL — Gleaming Polished Aluminum 
rj] 616 — For 4-75W lamps; 16" dia.; 32" ht.; satin frosted 

glass with floral design; polished brass finish. 
[K] 723 Series — For 1-100W lamp; dia. 12"; overall ht. 30"; 

satin-frosted pebbletone globe; polished brass trim. 

723BR — Polished Brass 723G — Green 

723R — Chinese Red 723 Y — Canary Yellow 

723COP — Polished Copper 723BLK — Satin Black 
[U 732 — For 2-75W lamps; dia. 14"; adj. ht. from 18" to 56"; 

white glass with satin brass finish. 
[M] 725 Series — For 2-75W lamps; 12" dia.; 5V% " ht.; ceramic 

fired white glass; metal reflector. 

725B — Satin Brass finish 725W— Baked wh. enam. fin. 
726 Series — For 2-75W lamps; 14" dia.; 5%" ht.; ceramic 
fired white glass; metal reflector. 

726B — Satin Brass finish 726W— Baked wh. enam. fin. 

[N] 41 Series — For 1-75W lamp; solid aluminum; 5V2" dia.; 
back dia. 5Vi"; keyless porcelain socket; asbestos wire leads. 
41A — Satin Alum, finish 41B — Satin Brass finish 

[0] 42 Series — For 2-75 W lamps; solid aluminum; 5Vi" dia.; 
back dia. 5Vi"\ keyless porcelain socket; asbestos wire leads. 
42A — Satin Alum, finish 42B — Satin Brass finish 

[P] 43 Series — For 1-75W lamp; solid aluminum; 4Vi" dia.; 

back dia. 5Vi"; keyless porcelain socket; asbestos wire leads. 

43A — Satin Alum, finish 43B — Satin Brass finish 

[Q] 44 Series — For 2-75W lamps; solid aluminum; AW dia.; 

back dia. 5 ! /2"; keyless porcelain socket; asbestos wire leads. 

44A — Satin Alum, finish 44B — Satin Brass finish 

[R] 312 — Less switch. 313 — With switch. 

Width 4"; overall ht. 7 3 4"; ext. from wall satin 

etched glass; polished brass finish. 
[S] 353 — Dia. 5Vi"; overall ht. 7"; fitter VA*\ hobnail glass; 

polished brass finish, 
rj] 30A — Dia. 4 3 /s"; overall ht. 8Vi"; crystal etched shade, 

clear grape design; polished brass finish; with switch. 
[U] 502 — Dia. 6"; overall ht. 5 3 A"; fitter 3V4"; satin crystal 

shade, clear grape design, polished brass finish. 

[y] 256 — Dia. 7*4"; overall ht. 4 1 /2"; fitter 6"; satin crystal 
shade with clear design; polished brass finish, Fiberglas 
insulated. 

NOTE: N, O, P and Q have decorative perforation. 
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[A] 446 — Dia. 6V* "; overall ht. 4 3 A "; fitter size 6"; 1 socket. 
448 — Dia. 8V4"; overall ht. 5"; fitter size 8"; 2 sockets; 
ceramic fired glass, clear bottom. 

[B] 346 — Dia. 6V4"; overall ht. 4 3 4"; fitter size 6"; 1 socket. 

348 — Dia. 8V4"; overall ht. 5"; fitter size 8"; 1 sockets. 
350 — Dia. 10Vi"; overall ht. 5V4"; fitter size 10"; 2 sockets. 
Ceramic fired shade, clear prismatic bottom and side stripe. 

[C] 344 Keyless socket. 

344PC — With pull-chain socket. 3' cord and bell. For 1 
lamp up to 100W; ht. 8V4"; dia. 6Vi"; fitter 4". 
345 — Keyless socket. 

For 1 lamp up to 150W; ht. 8 3 4"; dia. 8V4"; fitter 4"; 
Ceramic fired shade, clear prismatic bottom and side stripe. 

[D] 4506 — Dia. 6*4"; overall ht. 4 3 4"; 6" fitter; 1 socket. 
4508 — Dia. 8%"; overall ht. 5"; 8" fitter; 2 sockets. 
4510 — Dia. lO 3 /*"; overall ht. 5V*"', 10" fitter; 2 sockets. 
Hand-blown featherweight opal glass. 

[E] 347 — For 1 lamp; width 8V2"; ht. 6Vi"; fitter 6". 

349 — For 2 lamps; width 10"; ht. 6V2 "; fitter 8". 
Ceramic fired shade, clear prismatic bottom and side stripe. 

[F] 125 — With convenience outlet, keyless socket. 
125PC — With pull-chain and convenience outlet. 

126 — Less pull-chain, less convenience outlet. Ht. 414"; 
width HVi"; ext. from wall 4"; bent glass shield with 
ceramic-fired design; wired for 2 lamps. 

[G] 127 — With convenience outlet; keyless socket; ht. 5"; width 
131ft"; ext. from wall 4"; wired for 2 lamps; satin frosted 
bent glass shield with ceramic-fired design. 

[H] 2414 — Less switch, with convenience outlet. 

2414PC — With pull-chain and convenience outlet. Length 
13"; ht. 3 3 4"; ext. from wall 4V2"; wired for 2 lamps; 
ceramic-fired glass; polished chromium ends. 
2424 — Less switch with convenience outlet. 
2424PC — With pull-chain and convenience outlet. 
Length 24"; ht. 3 3 A"; ext. from wall 4V£"; wired for 4 
lamps; ceramic-fired glass; polished chromium ends. 

[|] 3013 — Less switch, with convenience outlet. 

3013PC — With pull-chain and convenience outlet; length 

13"; ht. 3 3 /4"; ext. from wall 4V4"; wired for 2 lamps; satin 

frosted bent glass shade. 

3023 — Less switch, with convenience outlet. 

3023PC — With pull-chain and convenience outlet. 

Length 24"; ht. 4 5 /s"; ext. from wall AVa"\ wired for 4 

lamps; satin frosted bent glass shade. 

[J] 3021 — Less switch with convenience outlet. 

3021PC — With pull-chain and convenience outlet. Length 
10V£"; ht. 4 1 /2"; ext. from wall 4Vi"; wired for 2 lamps; 
ceramic-fired glass with clear prismatic top, bottom and 
front panel and clear prismatic lines. 

[K\ 311 — Less convenience outlet, with switch. 

31 ICO — With convenience outlet, with switch. 

Ht. 7 3 /4"; width 4"; ext. from wall 3Vi"; ceramic glass with 

clear lines. 

[IJ 41 Series — For 1-75W lamp; solid aluminum; dia. 5Vi"\ 
back dia. 5V£"; keyless porcelain socket; asbestos wire leads. 
41A — Satin Alum, finish 41B — Satin Brass finish 

[M] 42 Series — For 2-75 W lamps; solid aluminum; dia. 5Vi"; 
back dia. 5V4"; keyless porcelain socket; asbestos wire leads. 
42A — Satin Alum, finish 42B — Satin Brass finish 

[N] 43 Series — For 1-75W lamp; solid aluminum; dia. 4Vi"; 
back dia. 5Vfc"; keyless porcelain socket; asbestos wire leads. 
43A — Satin Alum, finish 43B — Satin Brass finish 

[0] 44 Series — For 2-75W lamps; solid aluminum; dia. 4Vi"\ 
back dia. SVi"; keyless porcelain socket; asbestos wire leads. 
44A — Satin Alum, finish 44B — Satin Brass finish 

[P] 351 — Less convenience outlet; with switch. 

352 — With convenience outlet; with switch; ht. 7"; width 
4Vi"; ext. from wall 4Vi"; ceramic fired glass with clear 
panel. 

[Q] 341 — Less convenience outlet; keyless socket. 

342 — With convenience outlet; keyless socket. 

343 — With pull-chain socket; with convenience outlet; 
ht. 4 3 4"; width 5 3 4"; ext. from wall 7"; fitter 3V4"; 
ceramic fired shade — clear prismatic front and bottom. 

NOTE: All fixtures listed (except 41, 42, 43 and 44 series) are polished 
chromium finish. Nos. 446, 448, 346, 348, 350, 4506, 4508, 4510, 347 and 
349 have fiberglas ceiling pans, white porcelain sockets with asbestos wire 
and knockout for pull-chain switch. L, M, N and O have decorative 
perforation. 
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[A] 591 — Lamp Post; dia. 3"; ht. 84"; made to fit 3" post 
holders; satin black finish. 



[B] 590 — Wrought Iron Post; width 4"x4"; ht. 84"; made to 
fit 3" post holder; satin black finish; furnished complete with 
Vi " center thinwall tubing. 



[C] 594 — Lantern and Post Combination. Lantern width 1 3 A"; 
ht. 13V4 black and brass finish. Post: dia. 2"; ht. with 
lantern 8'; 14" crossbar; black finish. 



[D] 595 — Lantern and Post Combination. Lantern: width 1W\ 
ht. 15%"; black and brass finish. Post: dia. 2" ht. with 
lantern 8'2"; 14" crossbar; black finish. 



[E] 592 — Post Lantern; width 1*A"\ ht. 13*4"; black and brass 
finish; ceramic glass with clear lines; 3" post holder. 

[pj 593 — Post Lantern; width 7 3 4"; ht. 15 3 4"; black and 
brass finish; ceramic glass with clear lines; 3" post holder. 

[G] 596 — Lantern; width 7 3 4"; ht. 8V4"; ext. from wall %Vi "; 
black and brass finish; ceramic glass with clear lines. 

[H] 598 — Lantern; width 4 3 /s"; ht. 8"; ext. from wall 3 3 4"; 
satin black finish; white ceramic glass with clear lines. 

[|] 589 — Coach Lantern; width 5 3 4"; ht. 13"; ext. from wall 
6V2"; satin black and brass finish; stippled optic glass. 

[J] 597 Series — Lantern with bottom ring; dia. 5"; ht. 7 3 4"; 
ext. from wall 5 3 /4". 

597BLK — Satin Black 597COP — Baked Copper 

[K] 599 Series — Lantern; dia. 5"; ht. 7^2"; ext. from wall 5%". 
599BLK — Satin Black 599COP — Baked Copper 

[U 600 Series — Outdoor Lantern; dia. 4 3 4"; ht. 7*4"; ext. 
from wall 5V2". 

600COP — Baked Copper 600SC — Solid Copper, ant. 

600BLK - Satin Black co ^ T finish 

600PB — Polished Brass, 600SB — Solid Brass, pol- 

plated finish ished brass finish 

EM] 601 Series — Outdoor Lantern; dia. 4 3 4"; ht. 7V4". 
601COP — Baked Copper 601BLK — Satin Black 



[N] 610l — Outdoor lamp holder for 1 lamp; die cast alum- 
inum; swings 180°; fits 4" box. 



[0] 6102 — Outdoor lamp holder for 2 lamps; die cast alum- 
inum; each lamp swings 180°; fits 4" box. 



[P] 6103 — Outdoor lamp holder for 3 lamps; die cast alum- 
inum; each lamp swings 180°; fits 4" box. 
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CIRCLINES 

Furnished with permanently mounted (riveted) spring clip 
lamp retainers. 

[A] For 1-32 watt lamp; dia. 12"; ht. 3Va". 

REGULAR START INSTANT START 

C-32 — Polished Chromium C-32-IS — Pol. Chromium 
W-32 — Baked White Enam. W-32-IS— Baked Wh. Enam. 



[B] For 1-22 watt lamp; dia. 9W 

REGULAR START 

C-22 — Polished Chromium 



ht. 3". 

INSTANT START 

C-22-IS — Pol. Chromium 



[CI For 1-32 watt and 1-22 watt lamp; dia. 12"; ht. 4Va . 

REGULAR START INSTANT START 

C-2232 — Polished Chromium C2232-IS— Pol. Chromium 

BRACKETS 

[D] Fluorescent Bracket with Polystyrene Shield; conv. outlet 
standard; off -on switch on 15W; knockout for switch on end 
on 20W, 30W and 40W; polished chromium finish; width 
2Va"\ ext. from wall 4". 

915CO — 15W, regular start; 18*4" long. 
915CO-IS — 15W, instant start; ISVa" long. 
920CO — 20W, regular start; 24Va " long. 
920CO-IS — 20W, instant start; 24Va " long. 
930CO — 30W, regular start; 36W long. 
930CO-RS — 30W, rapid start; 36V* " long. 
940CO — 40W, regular start; 48 Va " long. 
940CO-RS — 40W, rapid start; 4Wa " long. 

[E] Fluorescent Bracket — on-off switch standard on 14W and 
15W; K.O. for switch on 20W; polished chromium finish. 
114 — 14W, less conv. outlet; 15" x 3" wide. 

114CO — 14W, with conv. outlet; 15" x 3" wide. 
115 — 15W, less conv. outlet; 19" x 3" wide. 
H5C0— 15W, with conv. outlet; 19" x 3" wide. 
120 — 20W, less conv. outlet; 25" x 3" wide. 
120CO — 20W, with conv. outlet; 25" x 3" wide. 

[F] Reflector for Fluorescent Bracket; polished chromium finish. 
r.15 _ for No. 1 14 or 1 14CO. 

r.18 _ for No. 1 15 or 1 15CO. 
R-24 — for No. 120 or 120CO. 

[G] 203 — Shower Light for 1 lamp up to 75W; box dia. AW\ 
overall depth 5Vi"; dia. of ceiling flange 6%"; heavy gauge 
steel with pol. aluminum frames; equipped with outlet box, 
porcelain socket, plaster ring and watertight gasket. 

HI-HATS 

Aluminum construction with pol. aluminum ceiling flanges 
and die-cast louvers (Nos. 205 and 207); wired with 4Vi ft. 
AF asbestos slow burning wire leads; equipped with 660W 
250 volt heavy duty porcelain socket, outlet box, Green- 
field connector and plaster ring. 

204 — 75W; box dia. 4*4"; depth 5W; flange dia. 6". 

205 — 75W; box dia. 4 l /i"; depth 7"; flange dia. 6". 

206 — 150W; box dia. 5 3 /s"; depth 6 3 /s"; flange dia. 7". 
207— 150W; box dia. 5 5 /s"; depth 8V4"; flange dia. 6". 



RECESS BOXES 

Ceramic glass panels; polished chromium finish; not hinged. 
303 — 60W box; 4Va" x IVa" x 4Va" high; frame 6" x 9". 

305 — 100W box; 6% " x IOVa " x 4Va " high; frame 8" x 12". 

[M] 302 — 60W; box 6 3 4" x 6¥a" x 4*4"; frame 8" x 8". 

304— 100W; box 8%" x 8 3 4" x 4Va"\ frame 10" x 10". 

306 — 150W; box 11" x 11" x M"\ frame 12% 6 " x 123/ 16 ". 

NOTE: All fluorescent fixtures wired for 60 cycle — 110-125 volt A.C. 
L.P.F. only. 
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SINGLE CARTON 

"HOUSE 

OF 

FIXTURES" 



HOUSE OF FIXTURES 



Whether you're building one house — or putting up a 
whole community of homes — here's the ideal way to 
buy all your electrical fixtures, at a real saving of time 
and money! For Minute Mount packages in one con- 
venient carton all the necessary fixtures for every room. 
There's a carton for the two-bedroom as well as the 
three-bedroom house — each containing attractively de- 
signed fixtures for bedrooms, dining room, hall, kitchen, 
bath, and outside lantern. 

Economies effected by this manner of distribution make 
possible an extraordinarily low package-price. Which 
means more value in top quality Minute Mount fixtures! 

No. 2 Package — for 2 Bedroom House 

Contains two No. 212W and one each 
Nos. 1314W, 348, 342, 600 and 353. 

No. 3 Package — for 3 Bedroom House 

Contains three No. 212.W and one each 
Nos. 1314W, 348, 342, 600 and 353. 

NOTE: In addition to these two "cartons" we can furnish any desired as- 
sortment of items selected from this catalog. m 



Available with House of Fixtures 

No. CH200 Chime — 2 notes 
at front, 1 at rear. White 
Bakelite.71/2" x5"x2Vi" 
deep. 

No. T-10 — 10 Volt Trans- 
former with universal 
mounting. 

7/////////~ 





[A] 212 Series — 12" two light. Ceramic fired glass. 
*212W — White. 212Y — Yellow. 

212P — Pink. 212G — Green. 

212B — Blue. 

*214W — 14" two light, ceramic fired glass. 
316W — 16" three light, ceramic fired glass. 

[B] 1312W — 12" two light, white ceramic fired glass. 

[C] 4012 Series — W/i" two light, white ceramic-fired glass. 
4012BR — Brass wire work 4012BLK— Black wire work 
4014BR — lSVi" two light white ceramic-fired glass with 
brass wire work. 



[D] 725 Series— 12" dia., two 
fired glass; metal reflector. 
725BR — Satin Brass finish 
726 Series — 14" dia., two 
fired glass; metal reflector. 
726BR — Satin Brass finish 



light; ht. 5%"; white ceramic- 

725W— Baked White Enam. 
light; ht. 5%"; white ceramic- 

726W— Baked White Enam. 





[Q 2716 — 16" four light, white satin frosted glass. 

[F] 112 — 12" two light, maroon on white ceramic-fired glass. 

[G] 1212 Series — 12" two light. Ceramic fired glass. 
*1212W — White. 1212Y — Yellow. 

1212B — Blue. 1212P — Pink. 

*1214W — 14" two light, white. 
1314W — 14" three light, white. 
1316W— 16" three light, white. 

[H] 6214 — 14" three light, white satin frosted glass. 
6217 — 17" four light, white satin frosted glass. 

[|] 4212 — 12" two light, white satin frosted glass. 
4214 — 14" two light, white satin frosted glass. 
4314 — 14" three light, white satin frosted glass. 
4316 — 16" three light, white satin frosted glass. 

[J] 3612C — 12" two light, silver beaded glass. 

[K] 3912C — 12" two light, silver beaded glass. 
3914C — 14" two light, silver beaded glass. 




Amazingly easy to install 



c 




All fixtures except D (Nos. 725 
and 726) are equipped with an 
ivory -finished holder . . . with 
EXTRA-WIDE (5W dia.) EX- 
TRA-DEEP ceiling can- 
opy. Simply attach to ceiling, 
connect two wires and youll 
have a beautiful new fixture . . . 



[U 2612 — 12" two light, gold beaded glass. 

[M] 2912 — 12" two light, gold beaded glass. 
2914 — 14" two light, gold beaded glass. 



♦NOTE: Nos. 212W, 214W, 
1212W and 1214W are available 
with center pull-chain switch, 3' 
cord and bell. If desired, simply 
add letters "PC" after catalog 
number. 
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